JUDGE KOUTRAS:  And you1 re saying, no, it just
goes across the top, because you have air

coming up there?

THE WITNESS:  Yes*

JUDGE KOUTRASs  And he said the air coming up
there was not in compliance with your plan?

THE WITNESS?  Yes, he did,

JUDGE KOUTRAS s  And what did he base that on?

THE WITNESS:  His opinion.

THE WITNESS:  Okay,  Once these connections
were made at the top, these two crosscuts were
put through up at the top, then you could
change the air around.  But we did not have a

plan submitted in Review 25 that would have
permitted me to turn that air around in them
other two entries.  I had to keep that air

going that way*

JUDGE KOUTRAS:  Again, on the 10thf how was

the air going in the air that he cited?

THE WITNESS*:  It was going up the two entries.
JUDGE KOUTRAS:  Okay.  No dispute about that.
THE WITNESS:  No.

JUDGE KOUTRAS:  And thatfs the way you intended

it to go?

THE WITNESS:  Yes, sir.

JUDGE KOUTRAS:  And that's the way your plan
intended it to go?

THE WITNESS:  Yes r; sir.

JUDGE KOUTRAS:  And the dispute is that the
Inspector says, "You're right, the air's going
that way, but under your plan it should be
going in the other direction?"
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